eye on the bolters." Mr. Johnson went underground to tell
Mr. Paugh that he was going to move the fan, and while he was
there Mr. Beckman informed him that Mr. Paugh was putting in
too many bolts and "dragging his feet." Mr. Johnson observed
that Mr. Paugh was installing bolts in a three-bolt pattern,
rather than the normal two-bolt pattern and asked him about
it. Mr. Paugh .responded to Mr. Johnson "You cover your ass,
and I will cover mine." Mr. Johnson then told Mr. Paugh "if
you need to put them in skin to skin, put them in skin to
skin." Mr. Paugh told Mr. Johnson that the place he was bolt-
ing was too wide and needed an extra bolt, and Mr. Johnson
took measurements and found that it was 1 foot wider than the
customary 16 foot width. Mr. Johnson sensed there was fric-
tion between Mr. Paugh and Mr. Beckman, and left to move the
fan (Tr. 14-18). Mr. Paugh accused Mr. Johnson of holding up
the crew and stated "It ain't none of us" (Tr. 14-18, 21).

Mr. Johnson stated that while he was moving the fan,
Mr. Beckman appeared and said "John hit me," and he "was
emotionally shook up" and was "near to crying" {Tr. 19).
Mr. Johnson took Mr. Beckman back to the bolter and asked
Mr. Paugh whether he had hit Mr. Beckman an'd whether he had
been on his side of the bolter. Mr. Paugh admitted that he
went around the bolter to speak with Mr. Beckman, but denied
that he had hit him, and gave no further explanation.  Based
on Mr. Beckman1 s account of the incident, Mr. Johnson con-
cluded that he and Mr. paugh had been fighting (Tr. 21).
Mr. Johnson took them out of the mine and telephoned foreman
Polce and informed him that they had been fighting under-
ground. Mr. Polce instructed Mr. Johnson to inform them that
they were both suspended, and to escort them off the mine,
and that a company representative would contact them.
Mr. Johnson informed Mr. Paugh and Mr. Beckman that they were
suspended and he escorted them off the property in their
vehicles (Tr. 22-26).

Mr. Johnson confirmed that he was interviewed about the
fighting incident by mine management officials Gearhart,
Pritt, and Tenney on Friday, March 7, 1986, and that he told
them that Mr. Beckman and Mr. Paugh had been fighting under-
ground. Mr. Paugh and Mr. Beckman were not present during
the interview, and Mr. Johnson did not discuss whether or not
they should be discharged (Tr. 28). Mr. Johnson did not know
who made the discharge decision, but speculated that it was
Mr. Polce or the other officials (Tr. 41).

Mr. Johnson confirmed that Mr. Paugh was a good worker,
and that he did his work on his own without being told.                                  j

Mr. Johnson denied that he ever harassed Mr. Paugh or asked         f

850he mine but upon an investigation through
